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18-1-82 - ILD 


In exercise of the powers conferred by section 16 
of the Cinematograph Act, 1952 (Central Act 37 of 
1952 ) , read with the Government of India , Ministry 
of Home Affairs Notification No. GI/GOA / 19 / 28 / 
763 -UTL , dated 16/1/1965 , The Lieutenant Governor 
of Gòa , Daman and Diu , hereby makes the following 
rules so as to further amend the Goa , Daman and 
Diu Cinematograph Rules, 1965 , as follows, na 
mely : 

1. Short title and commencement. - ( 1 ) These 
rules may be called the Goa , Daman and Diu Cine 
matograph ( Amendment ) Rules , 1982 . 

( 2 ) They shall come into force at once . 


sist the Electrical Inspectors shall be substi 
tuted ; 

( ii ) for para 2 , the following shall be substi 
tuted , namely : - 

" For the inspection under clause (b ) of the 
enclosure , the Cinematograph and electrical ins 
tallation when first erected , a fee of rupees two 
hundred in the case of a permanent cinema and 
a fee of rupees one hundred in the case of a 
touring cinema shall be paid in advance by the 
applicant and for every inspection before the. 
renewal of the certificate of registration , a fee 
of rupees one hundred in case of a permanent 
cinema and a fee of rupees fifty in case of tour 
ing cinema shall be paid to Electrical Inspec 
tor or Dy -Director , WRIO , through Demand 
Draft on any Scheduled Bank drawn in favour 
of Electrical Inspector or Dy. Director , WRIO , 
one month before the date of expiry of the pe 
riod of validity of certificate in Form Cannexed 
to these rules 


( iii) in para 3 , for the words any Officer de 
puted by either in that behalf the words any 
officer appointed to assist the Electrical Inspector 
shall be substituted . 


5. Amendment of rule 13 . - In rule 13 of the prin 
cipal Rules , for the words of the union , the words 
for an officer appointed to assist the Electrical Ins 
pector shall be substituted . 


6. Amendment of rule 14. - In rule 14 of the prin 
cipal Rules , 


2. Amendment of rule 3.- In the Goa , Daman and 
Diu Cinematograph Rules , 1965 ( hereinafter refer 
red to as the " Principal Rules" ) ; 

(i ) for rule 3 , the following shall be substituted , 
namely :--- 

“ 3 Electrical Inspector means an officer 
appointed as Electrical Inspector by the Govern 
ment of India , Ministry of Energy, under section 
36 of the, Indian Electricity Act, 1910 (Act 9 
of 1910 ) ;" 

( ii ) after rule 3 , the following new rule shall be 
inserted , namely : 

-T3A . Officers appointed to assist the Electri 
cal Inspector means officers appointed under 
rule 4A of the Indian Electricity Rules , 1956 
and shall include the Deputy Directors , Assis 
tant Directors and Extra Assistant Directors 

of Regional Inspectorial organisation .” 
3. Amendment of rule 11. In rule 11 of the prin 
cipal Rules, for the word English , the words Hindi 
or English or a local language of the district shall 
be substituted . 


(i ) in sub - rule ( i) , for the words any officer 
deputed by him , the words any officer appointed 
to assist the Electrical Inspector shall be substi 
tuted . 

( ii ) in sub -rule ( ii ) , for the words the officer 
deputed by him , wherever they occur the words 
an officer appointed to assist the Electrical Ins 
pector shall be substituted . 
(iii ) in clause ( b ) of sub - rule ( ii ) , 

( a ) for the letters and figures Rs. 50 / - , the 
words and figures rupees hundred shall be 
substituted , 

(b ) for the words the Assistant Electrical 
Inspector , the words an officer appointed to 
assist the Electrical Inspectors shall be substi 
tuted : 


4. Amendment of rule 12. - In clause (b ) of rule 
12 of the principal Rules , 

(i) in para 1 , for the words an officer deputed 
by him , the words. an officer appointed to as 
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7. Amendment of rule 18. In rule 18 of the 17. Amendment of rule 42. - In clause (b ) of rule 
principal Rules, for the figures and word 200 yards , 42 of the prineipal Rules, after the words Electrical 
the figures and word 183 meters”, shall be substi: Inspector , the words . or an officer appointed to 
tuted . 

assist the Electrical Inspector shall be inserted . 


8. Amendment of rude 23 . In sub -rule ( ii ) of 
rule 23 of the principal Rules, for the words to the 
Electrical Inspector direct, the words direct to the 
Electrical Inspector or an officer appointed to assist 
the Electrical Inspector shall be substituted . 


18. Amendment of rule 43. - In rule 43 of the 
principal Rules, after sub -rule ( 2 ), the following 
sub -rule shall be inserted , namely ; -- 

" ( 3 ) Emergency lights of sufficient capacity fed 
from independent source and capable of being open 
rated from the Enclosure shall be provided in 
Enclosure and auditorium for lighting during 
failure of the main supply ." 


9. Amendment of rule 24. In sub -rule ( 1 ) of rule 
24 of the principal Rules , for the words and figure 
to the Electrical Inspector , and “ The Electrical Ins 
pector or any officer deputed by him ," the words 

to the Electrical Inspector or an officer appointed 
to assist the Electrical Inspector " ., and “ The Elec 
trical Inspector or any officer appointed to assist 
the Electrical Inspector " shall , respectively be subs 
tituted . 


19. Amendment of rule 44.- In rule 44 of the 
principal Rules, after the word Electrical Inspector , 
the words or an officer appointed to assist the Elec 
trical Inspector shall be inserted . 


10. Amendment of rule 25. - In clause ( a ) of rule 
25 of the principal Rules, for the letters and figures 
Rs. 1 / the words “rupees fifteen shall be substi 
tuted . 


20. Amendment of rule 47 . In rule 47 of the 
principal Rules , after the word Electrical Inspector , 
the words or an officer appointed to assist the 
Electrical Inspector shall be inserted . 


11. Amendment of rule 30 . In rule 30 of the 
principal Rules , for the words Electrical Inspector 
wherever they occur , the words Electrical Inspector 
or an officer appointed to assist the Electrical Ins 
pector shall be substituted . 


21. Amendment of rule 49. - In rule . 49 of the 
principal Rules , 

( i) for the figures and words. 10,000 ohms and 
170 degree F " , the figures and words 10 , 000 ohms 
and 77 C shall , respectively , be substituted ; 

(ii ) after the word , Electrical Inspector , the 
words, or an officer appointed to assist the Elec 
trical Inspector shall be inserted . 


12. Amendment of rule 32. - In rule 32 of the prin 
cipal Rules , after the words Electrical Inspector 
the words or an officer appointed to assist the Elec 
trical Inspector shall be inserted . 


22. Amendment of rule 56 . In rule 56 of the 
principal Rules , for the figures 8 " X 8 " , the figures 
and letters 20cm x 20cm shall be substituted . 


13. Amendment of rule 34 . 
principal Rules , 


In rule . 34 of the 


23. Amendment of rule 57. - In rule 57 of the 
principal Rules , for the figures and words 3 / 16th 
of an inch , the figures and letters 50mm shall be 
substituted . 


(i) for the words, " to Government " wherever 
they occur, the words, or an officer appointed 
to assist the Electrical Inspector " shall be subs 
tituted ; 

(ii ) after the words , " Electrical Inspector " 
occurring at the end , the words, " or an officer ap 
pointed to assist the Electrical Inspector ” shall 
be inserted . 


24. Amendment of rule 68. - In rule 68 of the 
principal Rules, 

( i) in sub -rule ( 1 ) , after the words by him 
and before the word as , the words or an officer 
appointed to assist the Electrical Inspector shall 
be inserted . 

( ii) in sub - rule ( 3 ) , after the word Electrical 
Inspector , the words for an officer appointed to 
assist the Electrical Inspector shall be inserted . 


1 


- 


In rule 36 of the 


14. Amendment of rule 36 . 
principal Rules , - 


(i) after the words, " Electrical Inspector " and 
before the words, " shall certify " , the words , " or 
an Officer appointed to assist the " Electrical Ins 
pector " shall be inserted . 

( ii ) the words " Inspection and test may also 
be made by any officer appointed by the Electrical 
Engineer from time to time” , shall be deleted . 


25. Amendment of rule 70. --- In sub - rule (2 ) of 
the principal Rules, after the words letter in , and 
before the word English , words Hindi or shall be 
inserted 


15. Amendment of rule 39 . In rule 39 of the 
principal Rules , after the words Electrical Inspec 
tor , the words for an officer appointed to assist 
the Electrical Inspector shall be inserted . 


26. Amendment of rule 73 , In rule 73 of the 
principal Rules , for the figures and words 10 
feet , 12 feet and 8 feet the figures and words 
3.05 metres , 3.66 metres and 2.44 metres shall , 
respectively , be substituted . 


27. Amendment of rule 75. - In rule 75 of the 
principal Rules , for the figure and word 5 feet , the 
figure and word 1.52 metres shall be substituted . 


16. Amendment of rule 40 . In sub - rule ( 1 ) of 
rule 40 of the principal Rules, after the words Elec 
trical Inspector , the words or an officer appointed 
to assist the Electrical Inspector shall be inserted . 
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28. Amendment of rule 78. In sub - rule ( 2 ) of 
rule 78 of the principal Rules, for the figures and 
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words " 7 feet by 5 feet , the figures and words " 2.13 
metres by 1.52 metres shall be substituted . 


Inspector accompanied by a Dexpand Draft for 
payment of the renewal fee prescribed under the 
rules " , 


29. Amendment of rule 79 , - In rule 79 of the 
principal Rules , 


.. 


36. Amendment of rule 91. In rule 91 of the 
principal Rules, for the figures and words " 7 feet 
and 18 feet , the figures and words " 2.13 metres . 
and *5.49 metres shall , respectively , be substituted . 


37. Amendment of rule . - In rule 93 of the prin 
cipal Rules , for the figure and word 10 feet , the 
figure and word 3.5 metres shall be substituted . 


(i) in sub - rule ( i) , for the figures and words 
11 inches , 6 inches and 1 inch , the figures and 
letters "28 cms , 15 .2 cms and 2.50 cms shall , 
respectively , be substituted . 

( ii ) in sub -rule ( 3 ), for the figures and words 
3 inches and 3 feet , the figures and letters 
" 7.6 cms and 91.5 cms shall, respectively , be subs 
tituted . 

(iii) in sub - rule ( 7 ) , for the figures and letters 
4 ft , the figures and word 1.22 metres shall 
be substituted . 

( iv ) in sub -rule ( 9 ) , for the figures, letters and 
words 6 ft and 6 feet 8 inches , the figures and 
words 1.83 metres and 2.03 metres shall , res 
pectively , be substituted . 


38. Amendment of rule 95 . In rule 95 of the 
principal Rules , - 

(i) after the last words Electrical Inspector", 
the words for from an officer appointed to assist 
the Electrical Inspector shall be inserted . 

( ii) In the note after rule 95 , after the words 
"Electrical Inspector the words for an officer 
appointed to assist the Electrical Inspector shall 
be inserted . 


39. Amendment of rule 100. -- In rule 100 of the 
principal Rules, for the words deputed by him , 
the words appointed to assist the Electrical Ins 
pector shall be substituted . 


30 , Amendment of rule 80 . In rule 80 of the 
principal Rules , 

(i ) In sub -rule (i ) , for the figures and words 
3 ft , 5 linear feet and 500 square feet , the 
figures , letters and words 91.5 cms , 1.52 linear 
metres and 46.5 square metres respectively, shall 
be substituted . 

( ii ) in sub - rule ( 2 ) , for the figures and words 
6 inches and 1 inch , the figures and letters * 15.2 
cms and 2.5 cms shall , respectively , be substi 
tuted . 


40. Amendment of rule 103. In rulę 103 of the 
principal Rules , - 

(i ) in sub -rule ( 1 ) , for the figure and letters 
* 6 ft , the figure and word 1.83 metres shall be 
substituted . 

( ii) in sub -rule (2 ) , for the figure and word 
6 feet the figure and word 183 metres shall be 
substituted . 


- 


31. Amendment of rule 81. In rule 81 of the 
principal Rules , 

(i) in sub -rule ( 1) , for the figure and word 
4 feet , the figures and words ( 1.22 metres shall 
be substituted . 


(ü ) in sub - rule (2 ) , for the figures and words 
3 feet 6 inches , the figures and words 1.07 
metres shall be substituted : 


32. Amendment of rule 82 . In rule 82 of the 
principal Rules, for the figures and words 8 feet , 
6 feet inches and 500 square feet , the figures and 
words " 2.44 metres, 1.83 metres , and 46 .50 square 
metres shall, respectively , be substituted . 


33. Amendment of rule 83. — In clause (b ) of 
sub -rule ( 1) of rule 83 of the principal Rules, for 
the figures and words 100 square feet , wherever 
they occur the figures and words 9.3 square metres ? 
shall be substituted . 


41. Amendment of Annexure 1. - In Annexure I 
appended to the principal Rules , 

(i) in clause ( i) , 

( a ) in para 1, after the words Electrical 
Inspector , the words for the officer appointed 
to assist the Electrical Inspector shall be 
inserted . 

( b ) for para 2 , the following para shall be 
substituted : 

“ The application shall be accompanied by 
a Demand Draft (Account Payee s ) of rupees 
twenty five towards fee drawn on any Sche. 
duled Bank in favour of Electrical Inspector 
or Deputy Director , W.R.I.O. The pass cer 
tificate shall also be enclosed for reference 
and return . Two copies of photographs 
5 cm . X 7.5 cms. in size taken within a year 
of application and two specimen signatures 

of applicant shall also be enclosed " . 
( ü ) in clause 3, para 1 , for the words " Challan 
for having credited Rs. 3 / - towards fee into any 
Government Treasury or State Bank of India 
under the Budget Head "Major Head XII other 
Taxes and Duties , Minor Head B Receipts from 
Electricity Duties , Fees under the Indian Elec 
tricity Rules 1956 and Fees for inspection of Elec 
trical Installation of Cinemas and other Receipts " , 
the words " Demand Draft ( account payee ) of 
rupees fifteen only towards fee drawn in favour 


34. Amendment of rule 85 . In sub - rule ( 2 ) of 
rule 85 of the principal Rules , for the figures and 
words 18 inches , the figures and letters 45.7 cms. 
shall be substituted . 


35. Amendment of rule 86 . For clause (b ) of 
rule 86 of the principal Rules , the following shall 
be substituted , namely : 


- 


" (b ) a copy of such application shall be sent 
simultaneously direct to the Electrical Inspector 
ot an officer appointed to assist the Electrical 
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of Electrical Inspector or Deputy Director, 
W.R.1.0 . " shall be substituted . 


(i) for the main heading "Government of Goa , 
Daman and Diu Electrical Inspector , Panjim , 
the following shall be substituted , namely : - 

" Office of the Electrical Inspector for the 
Union Territory of Goa , Daman and Diu ." 

(ii) for the words Signature of Officer , the 
words " signature of Electrical Inspector shall be 
į substituted . 

(iii) for the Note the following Note shall be 
substituted , namely : 

" Note : — For renewals , a Demand Draft for 
rupees towards fee for inspection under 
rules should be sent to reach the Electrical 
Inspector or Deputy Director , WRIO , on or 
before the ... " 


( iii ) in clause 4 , 

( a ) in para I, for the words three months 
and Electrical Inspector , the words one 
month and Electrical Inspector or Deputy 
Director, W.R. I.O shall , respectively , be 
substituted . 

( b ) for para 2 , the following para shall be 
substituted , namely - 

“ A Demand Draft ( account payee ) for 
rupees twenty only towards renewall fee in 
favour of Electrical Inspector or Dy . Director, 
W.R. I. O. shall be forwarded alongwith the 
application " : 

( c ) in para 3 , for the words and figures 
*Electrical Inspector and Rs. 5 /- the words 
and figures Electrical Inspector or Deputy 
Director , W.R.10, and rupees twenty five 
only shall , respectively , be substituted . 

(iv ) in clause 5 , after the words " right for 
appeal to the" , the words " Government of India so 
far as Indian Electricity Rules, 1956 are con 
cerned and to the Government of Goa , Daman and 
Diu in respect of Cinematograph Rules , 1965 
and the decision of the Central Government or 
Government of Goa , Daman and Diu shall be 
- final” shall be inserted . 


. 


- 


42. Amendment of Annexure II. --In Annexure 
I of the principal Rules , under heading exemption , 
for the letters , words and figures Rs. 6 / - and a 
challan for having credited this amount into any 
Government Treasury or State Bank of India under 
the Budget Head mentioned previously in those 
rules , the words and letters " rupees twenty only 
and a Demand Draft (account payee ) on any Sche 
duled Bank , drawn in favour of Electrical Inspector 
or Deputy Director , WRIQ " shall be substituted . 


46. Amendment of Form E. -In Form E 
appended to the principal Rules, – 

(i) for the main heading Government of Goa , 
Daman and Diu , the following shall be substituted , 
namely : 

Office of the Electrical Inspector for the 
Union territory of Goa , Daman and Diu . 

(ii ) after the words and figures Conditions 
furnished below : -- wherever they occur and the 
words Electrical Inspector and conditions ap 
pearing below thereof shall be deleted . 

( iii) after the word Electrical Inspector , and 
before the words by registered post , the words 
Deputy Director , WRIO shall be inserted . 

- ( iv ) for clause ( 2 ), the following shall be 
substituted , namely : 

“ (2 ) Demand Draft for rupees twenty only 
being renewal fee , drawn in favour of Elec 
trical Inspector or Deputy Director , WRIO . 
Belated applications shall be considered as an 
application for a new licence and a fee of 
rupees twenty five shall be paid by a Demand 
Draft on any Scheduled Bank drawn in favour 
of Electrical Inspector or Deputy Director , 
W.R. I. O." 

( v ) in clause (3 ) , for the figures 2 " X3 " , the 
figures and letters 5 cms.X7.5 cms. shall be 
substituted . 

( vi) , after the clause (6 ) and below thereof 
the words Signature of Electrical Inspector . 
shall be inserted . 


43. Amendment of Form A. — In Form A 
appended to the principal Rules , 

( i) for the words " or officer authorised by 
him " , the words for an officer appointed to 
assist the Electrical Inspector shall be substituted . 

( ii) in clause 13 , after the last words Elec 
trical Inspector , the words or an officer appointed 
to assist the Electrical Inspectors shall be 
inserted . 


: 


44. Amendment of Form B. - In clause 6 of 
Form B appended to the principal Rules, for the 
figures and words 200 yards , the figures and words 
(183 metres shall be substituted . 


By order and in the name of the Lieutenant 

Governor of Goa, Daman and Diu . 


8. D. Sadhale , Under Secretary ( Industries and 
Labour ) . 


Form 


C 


. 


45. Amendment of Form C - In 
appended to the principal Rules , 


Panaji , 5th November , 1982 . 
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